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pipe line running from the Rumanian o11 districts to the Black 
Sea harbor of Constanta. The elevation and mileage of the pipe 
line at different points and ths location of pump stations 
(marked with cireles) are also indicated. 


25X1X “Tne atbaone? two charts show the course and profLle of the main 
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a, The Bacoli-i‘loesti-Constanta pipe line is a petroleum 

pipe tine. Jt is 229 mm in diameter as far as Dusau and from 
there to Constanta is io ma in diameter. The pumping output 
is 2,000 tons in 24 hours 


b. Other pine lines in Rumania are: 


fy) Po eee gasoline pipe line, 504.8 mm 
in dlametsay. 


(2) Canpina-Bailcol-Giurgiu petroleum pipe line (following the 
oul ar vellway line sround Lugharest), 127 mm in dianeter. 
Pumping cutput: 500 tons in £4 hours. 


(3) Campina-Eaicoi-Giurgiu pipe line for dark products, 127 mm 
in diameter, Pumping output: 500 tons in #4 hours. 


(4) Beteol-Lucharest crude o11 pipe line, 127 rm in diameter, 
Pumping oubput: 500 tons in P4 hours. 


(5). Ploesti-Lugau-Faurei-Galati-Reni pipe line for dark pro- 
ducts... Jt erosses the Pruth iver, which is the national border 
between kumania and the Soviet Union, and ends 7$ miles across 
the btorder in the Danube kiver harbor of deni, Pumping output: 
2,10G tong in 24 nours. According to an unconfirmed report this 
line has been extended to Odessa. 


2 Anaexes: 1, Profile of Bilcoi-Constanta O11 Pipe Lyne 
2, iaicoi-Constinta Oil Fipe Line 


This document is hereby regraded "were 
CONFIDENTIAL in accordance with the ¥ 


25X1 


letter of 16 October 1978 from the | 
Director of Central Intelligence to the § 
Archivist of the United States. 


Glass. A Si 
Auth: 


Next Review Date: 2008 
A 


